CHRIST  CHURCH.  (OLD  NORTH  CHURCH) 
BOSTON.  MASS. 

Located  on  Salem  Street,  foot  of  Hill  Street.  The  sig- 
nal lanterns  of  Paul  Revere  displayed  in  the  steeple  of 
this  church  in  April  18.  1775.  warned  the  Country  of  the 
niarch  of  the  British  troops  to  Lexington  and  Concord. 
This  IS  the  most  ancient  church  in  Boston.  Erected  1723 
»™Por»ed  from  England  1759  and  the  chime  bells 
1/74,  the  hist  to  be  used  in  America. 


THIS  SPACE   FOR  ADDRESS  ONLY. 


